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Robert C. Hockett, Ph.D. 

Acting Scientific Director 
I/ The Council for Tobacco Research-USA, Inc. 
- 110 East 59th Street 

' New York, New York 10022 

- Dear Dr. Hockett: 


Enclosed please find two copies of our application for research support 
to permit us to search for, identify, and isolate a lung chalone. As 
indicated in this document, if we are unable to demonstrate chalone-like 
activity in extracts of lung used against human lung cancer cells in culture, 
we would immediately stop wasting ; our time and terminate the grant. 

I anticipate that we would have a yea or nay answer to this critical question 
by the end of the first year. If on the other hand such "chalone-like" 
inhibitory activity can be shown, we would expect to pursue the isolation, 
purification, and characterization of this active material during the following 
two years of requested funding. 

Thanking you for your consideration in this matter, I am, 

' : ! . ;V: ■ - ■ /Is&erely yours;,. 


_ Wl4 

(/ John C. Houck, Ph.D. 
Scientific Director 
Research Foundation 
Children's Hospital 


Professor of Child Health 
and Welfare 

George Washington University 
Medical School 
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